TABLE X 


Brands Added to Market Sample #30 


Philip Morris 


Brown & Williamson 


Cambridge Full Flavor 85 
Cambridge Full Flavor 100 
Cambridge Lights 85 
Cambridge Lights Menthol 85 
Cambridge Lights 100 
Cambridge Lights Menthol 100 
Marlboro Lights 100 (Box) 

Marlboro Lights Menthol 85 
Marlboro Lights Menthol 100 
P.M. Blues 85 
P.M. Blues 100 

Va. Slims Ultra Lights 100 (Box) 
Va. Slims Ultra Lights Menthol 100 


Capri 100 (Box) 

Capri 100 Menthol (Box) 
Eli Cutter 85 
Eli Cutter Lights 85 
Falcon Lights 85 
Falcon Lights Men. 85 
Falcon Lights 100 
Falcon Lights Men. 100 
Rool Milds 80 (Box) 
Richland 100 25's 
Richland Men. 100 25 's 
Richland Lights 100 25's 

(Box) 


R. J. Reynold s 

Doral Ultra Lights 100 
Doral Full Flavor 80 (Box) 
Doral Full Flavor 85 
Doral Full Flavor 100 
Camel 100 
Magna 80 (Box) 

Magna 85 

Magna Lites 85 

More Lights 120 

More Lights 120 Menthol 

Salem Lights 100 (Box) 

Winston Lights 100 (Box) 


American 


Malibu 100 
Malibu Men. 100 
Malibu Lights 100 
Fall Mall 85 25's 
Pall Mall Red 100 


Liggett 

L & M Lights 30's 


Lori Hard 
None 


PM3000762804 


Source: https://www.industrydocuments.ucsf.edu/docs/ftvl0001 



TABLE X (cont.) 

Brands Deleted from Market Sample #30 


Philip Horris 

Benson & Hedges Multifilter Menthol 85 
Cambridge 85 (Box) 

Cambridge 85 
Concord 85 

Dunhill DeLuxe Lights 85 
Durihill DeLuxe Lights 100 
English Ovals 70 (Box) 

Galaxy 85 
Philip Morris 70 


R. J. Reynolds 

Bright 85 
More 100 (Box) 

Salem 80 (Box) 

Vantage Ultra Lights Menthol 85 
Vantage Ultra Lights Menthol 100 


Lorillard 

True Gold 85 
True Gold 100 
True Gold 100 (Box) 


American 

Bull Durham 85 
Half & Half 85 
Iceberg 100 
Montclair 85 
Carlton Slims 100 (Box) 

Carlton Slims Menthol 100 (Box) 
Pall Mall Extra Lights 85 
Pall Mall Lights Menthol 100 


Brown & Williamson 

Kool 85 25's 

Kool Milds 85 25's 

Raleigh Con Filtro 70 


Liggett Group 

Picayne 70 (NF) 
Dorado 85 
L & M Lights 85 
Stride 85 
Stride 100 
Stride Menthol 100 


PM3000762805 


Source: https://www.industrydocuments.ucsf.edu/docs/ftvl0001 




